From: 

To: 

Subject: 

Date: 


MAILER-DAEMON@mailqate3.doe.qov 

78118-50273101@requests.muckrock.com 

Undeliverable: FOIA 19-00295-EW 
Saturday, August 17, 2019 9:48:10 AM 


This is the mail system at host mailgate3.doe.gov. 

I'm sorry to have to inform you that your message could not 
be delivered to one or more recipients. It's attached below. 

For further assistance, please send mail to postmaster. 

If you do so, please include this problem report. You can 
delete your own text from the attached returned message. 

The mail system 

<78118-50273101@requests.muckrock.com>: host 
requests-muckrock-com.pl0.spamhero.com[209.41.68.130] said: 451 4.7.1 
Service unavailable - try again later (in reply to end of DATA command) 





